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ACTION CU-04 

INFO OCT-01 ARA-10 ISO-OO ERDA-07 OES-05 FEA-01 /028 W 

048262 

R 251833Z JUN 75 
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UNCLAS CARACAS 6486 

E.O. 11652: N/A 

TAGS: OEXC ENRG TECH VE (ALTIMARI, JUAN RAFAEL) 

SUBB. MULTI-REGIONAL PROJECT ON ENERGY TECHNOLOGY, JULY 13 
TO AUGUST 11. 1975. 

REF: STATE 144170; CARACAS A-108, JUNE 19; CARACAS 6457 
FOR: UC/ARA; USIA FOR ILA/RODGERS 

1. FOLLOWING IS FULL BIODATA FOR ALTIMARI: JUAN RAFAEL 
ALTIMARIA GASPARI, DIRECTOR, SCHOOL OF ELECTRICAL ENGINEERING, 
UNIVERSIDAD SIMON BOLIVAR, CARACAS. PAST POSITIONS: (1) WITH 
CADAFE (VENEZUELAN GOVERNMENT AGENCY FOR ADMINISTRATION AND 
DEVELOPMENT OF ELECTRIC POWER ACTING PRESIDENT, 1970-74; CHAIR- 
MAN OF BOARD OF DIRECTORS, 1972-74; ALTERNATE VICE-CHAIR- 
MAN OF BOARD OF DIRECTORS , 1969-72; DIRECTOR, PLANNING OFFICE, 
1971-74; HEAD OF SATES DEPARTMENT, 1970-71. 

CADAFE REPRESENTATIVE TO SEVERAL COMMISSIONS FOR THE DEVELOP- 
MENT OF ENERGY RESOURCES. (2) EXECUTIVE SECRETARY FOR THE 
NATIONAL PLAN ON ELECTRIC ENERGY (COPLANEL), 1971-74. (3) 
VICE-CHAIRMAN, BOARD OF DIRECTORS OF EDELCA (VENE- 
ZUELAN COMPANY FOR THE ELECTRIC POWER SYSTEM OF THE CARONI 
RIVER), 1972-74; 

(4) ACTING DIRECTOR, SCHOOL OF ELECTRICAL ENGINEERING, UNI- 
VERSIDAD CENTRAL DE VENEZUELA, 1967-69; (4) PROFESSOR, 

SCHOOL OF ELECTRICAL ENGINEERING, UNIVERSIDAD CENTRAL, 1965-69. 

2. BORN MARACAIBO, MAY 20, 1951, VENEZUELAN CITIZEN, MARRIED, 
THREE CHILDREN. HOME ADDRESS: AV. CIRCUNVALACION DEL SOL, 
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EDIF. MANAPIARE, APTO. 15B, SANTA PAULA, CARACAS. EDUCATION: 
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ELECTRICAL ENGINEERING DEGREE, UNIVERSIDAD CENTRAL DE VENEZUELA, 

1963; M.SC. (ELECTRICAL ENGINEERING), ILLINOIS INSTITUTE OF 
TECHNOLOGY, 1965. MEMBER OF VENEZUELAN ASSOCIATION OF ENGINEERS, 

VENEZUELAN ASOCIATION OF ELECTRICAL AND MECHANICAL ENGINEERS, 

AMERICAN ASSOCIATION FOR ENGINEERING EDUCATION, AND CIGRE 
(INTERNATIONAL CONFERENCE OF GREAT POWET CIRCUITS). AS PART OF UNESCO 
PROJECT (UNESCO-VEN-3) VISITED US. BRITISN, AND GERMAN UNI- 
VERSITIES, AND BUSINESS COMPANIES, FEB- MAY 1967 AND OCT-NOV 
1968. HE ALSO VISITED JAPANESE COMPANIES DURING A SPECIAL COURSE 
ON THERMOELECTRIC POWER ENGIEERING AUUG-DEC 1969. GOOD KNOW- 
LEDGE OF ENGLISH. 

SHLAUDEMAN 
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